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SECURITY INFCRMATION LS ONLY 
COUNTRY: Germany (Federal Republic) 


SUBJECT: Shipments of Electrolytic Copper Cathodes 
25X1A6a 


DATE ACQUIRED: Late Feb 1953 
25X1X6 


25X1X6 
1. ER Covporetion, N.Y. C. has contrected to 
ship 30,000 kilos of electrolytic copper cathodes @ U.S. 35 cents 
25X1X6 per 1b. to i 
Hamborn, Germany. Shipment valued at approximately U.S. $23,000.00. 


2.. The American Company appears on the current OIT watchlist. 
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